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VX 4 


16 February 1956 


MSncRAlflXJH PCRt Dtreetor of Adtadnistratlon, Project AQUATONE 
CoMBnnlcatione Officer, Project AQUATOKE 
SUBJECT) V^t^e Systetu Pereonnel 

1. Lleted hereunder ere the persoiuiel currently assigned to the 
Vlre Systems Sectl<»: 

STAT I 


2. The abo're-naiaed personml are those indirlduals uho servlee, 
repair and maintain the Teletype equlpaMmi for the Office of Coiasiinlca- 
tions throughout the Agency. It is the responsibility of the Wire 
Systems Sectlm to provide 2U*hour serrice to the vaid.ottS users of 
Teletype equlpaent on a seven day per week basis. ’ 

3. It Is anticipated that from time to time it vlll be necessary 
that one or more of the Individuals listed id>ove have access to the 
0perati(S3S Signal Center, H Street, and to the Weather Central Signal 
Center at Suitland for the purpose of maintenance or repair cf the 
equipment associated idth those Centers. 

ii. It is impossible to narrow this list to one or two indlviduale 
as these individa^s are trick shift workers. 

5. Project clearance for these individuals is not required, as they 
could have access to the Centers (w an "escortsd basii^ tdien 'Uie need 
arises. 
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STAT 


services 
ere AS. 


ypr your infora »tlop, these individuals perfor* identicsl 


for 


Headquarters Signal Center and other sensitive 


7. Please advise if this arranges^nt is acceptable to Protect 


STAT 

WMBtba 

0 - Addressee 

1 • Coamo 

1 - Ops ehron 
1 - Admin chron 
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